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Mrs  EARLINE  ROBERTS,  1026  Beekley,.  Dallas,  Texas  advised  she  could 
not  furnish  the  exact  tiae  that  Oswald  returned  to  his  rooa  at  1026 
Beckley  after  the  assignation  of  the  President  but  said  a rough  guess 
would  bs  1 pa.  Mrs  ROBERTS  received  a telephone  eallfron  a friend  telling 
her  the  President  had  just  been  shot,  and  Mrs  ROBERTS  turned  on  the 
television  aadrecalled  the  annouaesA  saying  President  HENNEDT  had  just 
been  shot  and  was  at  Parkland  Hospital.  Mrs  ROBERTS  advised  after 
OSWALD  returned  and  entered  his  room  at  about  1 pa  on  November  22,  1963 
she  looked  out  the  front  window  and  saw  Police  Car  No.  207  with  two 
uniformed  uniforaed  policeasn  in  theear  which  slowed  up  and  stopped 
in  front  of  the  residence  at  1026  Beokley , and  one  of  ths  officers  biew 
the  horn  on  the  car  and  then  slowly  drove  on  Beekley  toward  Bangs 
Boulevard.  Mrs  ROBERTS  said  the  reason  she  recalled  the  nuabsr  of  the 
ear  was  bseause  she  had  worked  for  twopoliceaen  who  drove  Car  170,  and 
she  looked  to  see  if  these  officers  were  the  two  officers  she  knew 
parked  in  front  of  the  residence. 


